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PAGE 01 STATE 064815 
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ORIGIN EB-07 

INFO OCT-01 ARA-10 ISO-00 COME-00 FEA-01 OES-05 /024 R 

DRAFTED BY EB/ORF/ESE:DSWILSON 
APPROVED BY EB/ORF/FSE:RRMARTIN 
ARA/MEX:GFALK (SUBSTANCE) 

059263 

R 171904ZMAR76 
FM SECSTATE WASHDC 
TO AMCONSUL MONTERREY 
INFO AMEMBASSY MEXICO 

UNCLAS STATE 064815 


E.O. 11652: 


TAGS: ENRG 

SUBJECT: REQUEST EOR TECHNICAL INFORMATION ON INDUSTRIAL 
ENERGY CONSERVATION 

REE: MONTERREY 0186 

1. DEPARTMENT IS AIR POUCHING TO MONTERREY MARCH 17 
MATERIAL ON ENERGY CONSERVATION IN INDUSTRY WHICH WE 
HAVE OBTAINED EROM FEA (OFFICE OF CONSERVATION AND 
ENVIRONMENT, INDUSTRIAL PROGRAMS) AND DEPARTMENT OF 
COMMERCE (OFFICE OF ENERGY PROGRAMS). WE TRUST THIS 
MATERIAL WILL PROVE USEEUL TO CONSULATE GENERAL'S 
CONTACTS. KISSINGER 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE064815 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DSWILSON 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 02-0352 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760350/aaaabrym.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Event: 
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